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MEMORANDUM FOR: Director of Personnel 
SUBJECT : Change in FY 1978 Manpower Ceilings 


REFERENCES : A. Compt. Memo to D/Pers., dtd. 14 September 1977, 
Subject: Fiscal Year 1978 Manpower Ceilings 


B. CMO/OTS Memo to D/Pers., dtd. 3 October 1977, 
Subject: Deletion of Position 


(S) Consistent with Reference B, attached, the Fiscal Year 1973 
manpower ceilings for the Administration Directorate and Science and 
Technology Directorate, as retlected in Reference A, are revised as 
follows: 


Former Ceiling Revised Ceiling 


AAministration Directorate 


Science and Technology Directorate 


S He 
Comptroller 


Attachment: OD/Pers Distribution: 
As Stated Orig - Chief, SRB 

i DD/Pers/P&C 

: Chief, PMCD 

.  pb/Pers/R&P 

i Chief, SPD 

i. Chief, CPD 
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